DESCENDANTS OF WILLIAM ISAAC GRAHAM 


Don Norman 
1.WILLIAM ISAAC GRAHAM 


William Isaac Graham was born May 27, 1859 and died June 17, 
1938. He first married Mary Ellen Sergeant. Mary was born 
December 15, 1851 and died December 5, 1922. William married 
Clarissa Ashley. Clarissa was born April 22, 1864 and died 
November 28, 1931. 


Known children of William Isaac and Mary Ellen (Sergeant) Graham. 


Ze (1). Frederick Luther b.Jan 1 1893 
m.Pearl Florence Groves Dec 31 1922 


2.FREDERICK LUTHER GRAHAM 1.WILLIAM ISAAC GRAHAM 


Frederick Luther Graham, a son of William Isaac and Mary 
Ellen (Sergeant) Graham, was born in Roane County WV January 1, 
1893. Her married Pearl Florence Groves December 31, 1922. 
Pearl was born November 23, 1899. 

Frederick served in the US Army in World War I. 


Children of Frederick Luther and Pearl Florence (Groves) Graham. 


3: (1). Nell Marie b.Aug 14 1924 

4. (2). Luther Edward b.Dec 10 1927 

Di (3). William Barney b.Sep 27 1929 

6. (4). Delbert Richard b.Apr 12 1935 
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